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STRONGEST LOCKING PLIERS. 
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LP7R 
7 in. (177.8 mm) Pliers (Straight Jaw) 
¢ Straight jaws for clamping flats such as bar stock, hex stock and structural iron. 


e Power Ring (Pat. No. D901,999) provides increased thread strength, providing increased clamping force. 

e Pinned and brazed upper jaw ensure a superior bond between the upper jaw and the plier body; even under extreme use conditions. 

e Bright nickel finish for classic look and feel. 

e The smooth polished trigger allows for easy release. 

e Oversized adjustment screw with wide knob provides a comfortable gripping surface, while our proprietary coating makes 
adjustments easier on your hands. For additional clamping force, use a 1/4 in. (6 mm) hex key while the tool is locked in place. 


*Verified by 3rd party testing of the LP10WC (curved jaw locking pliers with wire cutter) VS. leading traditional locking pliers. 
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Since 1950, Malco has been manufacturing better ways to get the job done. Eagle Grip 
is no exception. Eagle Grip Professional Locking Handle Tools are made in DeWitt, NE, 
where fine quality hand tool manufacturing dates back nearly 100 years. 


All Eagle Grip tools carry a Satisfaction Guarantee for the life of the product. 
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MADE WITH THE SAME DNA AS OUR 


STRONGEST LOCKING PLIERS. 


10 in. (254 mm) Pliers (Straight Jaw) 
¢ Straight jaws for clamping flats such as bar stock, hex stock and structural iron. 


e Power Ring (Pat No. D901,999) provides increased thread strength, providing increased clamping force. 
e Pinned and brazed upper jaw ensure a superior bond between the upper jaw and the plier body; even under extreme use conditions. 
e Bright nickel finish for classic look and feel. 
e The smooth polished trigger allows for easy release. 
e Oversized adjustment screw with wide knob provides a comfortable gripping surface, while our proprietary coating makes 
adjustments easier on your hands. For additional clamping force, use a 5/16 in. (8 mm) hex key while the tool is locked in place. 
*Verified by 3rd party testing of the LP10WC (curved jaw locking pliers with wire cutter) VS. leading traditional locking pliers. 
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Since 1950, Malco has been manufacturing better ways to get the job done. Eagle Grip 
is no exception. Eagle Grip Professional Locking Handle Tools are made in DeWitt, NE, 
where fine quality hand tool manufacturing dates back nearly 100 years. 


All Eagle Grip tools carry a Satisfaction Guarantee for the life of the product. 
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MADE WITH THE SAME DNA AS OUR 


STRONGEST LOCKING PLIERS. 


LP7WC 
7 in. (177.8 mm) Pliers (Curved Jaw with Wire Cutter) 


¢ Curved Jaws for clamping a variety of shapes and materials. 
¢ Precision wire cutter with specialized heat treatment. 


Power Ring (Pat. No. D901,999) provides increased thread strength, providing increased clamping force. 

Precision ground wire cutter with specialized heat treatment for added durability. 

Pinned and brazed upper jaw ensure a superior bond between the upper jaw and the plier body; even under extreme use conditions. 
Bright nickel finish for classic look and feel. 

The smooth polished trigger allows for easy release. 

Oversized adjustment screw with wide knob provides a comfortable gripping surface, while our proprietary coating makes 
adjustments easier on your hands. For additional clamping force, use a 1/4 in. (6 mm) hex key while the tool is locked in place. 


*Verified by 3rd party testing of the LP10WC (curved jaw locking pliers with wire cutter) VS. leading traditional locking pliers. 
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Since 1950, Malco has been manufacturing better ways to get the job done. Eagle Grip 
is no exception. Eagle Grip Professional Locking Handle Tools are made in DeWitt, NE, 
where fine quality hand tool manufacturing dates back nearly 100 years. 


All Eagle Grip tools carry a Satisfaction Guarantee for the life of the product. 
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LP11C - 11 in. (279.4 mm) C-Clamp 


e C-shape provides added clamping versatility when clamping 
further from edges and on unique shapes. 


e Power Ring (Pat. No. D901,999) provides increased thread strength, providing increased clamping force. 

e Pinned and brazed upper jaw ensure a superior bond between the upper jaw and the plier body; even under extreme use conditions. 

e Bright nickel finish for classic look and feel. 

e The smooth polished trigger allows for easy release. 

e Oversized adjustment screw with wide knob provides a comfortable gripping surface, while our proprietary coating makes 
adjustments easier on your hands. For additional clamping force, use a 5/16 in. (8 mm) hex key while the tool is locked in place. 


*Verified by 3rd party testing of the LP10WC (curved jaw locking pliers with wire cutter) VS. leading traditional locking pliers. ASE 
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Since 1950, Malco has been manufacturing better ways to get the job done. Eagle Grip 
is no exception. Eagle Grip Professional Locking Handle Tools are made in DeWitt, NE, 
where fine quality hand tool manufacturing dates back nearly 100 years. 


All Eagle Grip tools carry a Satisfaction Guarantee for the life of the product. 


SG V d eCnink® 
oe EAGLE GRIP * MADE INU.S.A. MADE IN U.S.A. 


saeco www.eaglegripusa.com 
S/ 100 Eagle Grip Drive * DeWitt, NE 68341 
© Malco Products, SBC © 14080 State Hwy 55 NW e Annandale, MN ¢ www.malcotools.com 
A WARNING: Cancer - www.p65warnings.ca.gov « CAUTION: DO NOT OVER TIGHTEN ADJUSTMENT SCREW. 


SL17968B 


MADE WITH THE Alp, 
SAME DNA AS OUR 


STRONGEST. «= Me 
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LP11C - 11 in. (279.4 mm) C-Clamp 


e C-shape provides added versatility when clamping further from edges and on unique shapes. 


e Power Ring (Pat. No. D907,999) provides increased thread strength and overall durability of the tool. 

e High quality heat-treated alloy steel jaws provide superior durability and strength for various clamping applications. 

e We maintain a tighter joint condition to reduce side-to-side movement, twist, and the overall “sloppy” feel present in similar products. 
e The smooth polished trigger allows for easy release. 


e Larger, more comfortable hardened adjustment knob with an exclusive coating for increased lubricity and smooth operation. 
Adjustment screw accepts a 5/16-in hex key for added versatility while adjusting clamping pressure. 


*Verified by 3rd party testing of the LP10WC (curved jaw locking pliers with wire cutter) VS. leading traditional locking pliers. 
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Since 1950, Malco has been manufacturing better ways to get the job done. Eagle Grip 
is no exception. Eagle Grip Locking Handle Tools are made in DeWitt, NE, where fine 
quality hand tool manufacturing dates back nearly 100 years. 


All Eagle Grip tools are backed by Malco’s standard Limited Lifetime Warranty. 
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LP11SP - 11 in. (279.4 mm) C-Clamp (Swivel Pad) 


¢ Swivel pad reduces surface damage by distributing clamping force. 
¢ Conforms to work piece for increased versatility. 


Power Ring (Pat. No. D901,999) provides increased thread strength, providing increased clamping force. 

Pinned and brazed upper jaw ensure a superior bond between the upper jaw and the plier body; even under extreme use conditions. 
Bright nickel finish for classic look and feel. 

The smooth polished trigger allows for easy release. 

Oversized adjustment screw with wide knob provides a comfortable gripping surface, while our proprietary coating makes 
adjustments easier on your hands. For additional clamping force, use a 5/16 in. (8 mm) hex key while the tool is locked in place. 


*Verified by 3rd party testing of the LP10WC (curved jaw locking pliers with wire cutter) VS. leading traditional locking pliers. ASE 
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Since 1950, Malco has been manufacturing better ways to get the job done. Eagle Grip 
is no exception. Eagle Grip Professional Locking Handle Tools are made in DeWitt, NE, 
where fine quality hand tool manufacturing dates back nearly 100 years. 


All Eagle Grip tools carry a Satisfaction Guarantee for the life of the product. 
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LOCKING PLIERS: 


LP11SP - 11 in. (279.4 mm) C-Clamp (Swivel Pad) 


¢ Swivel pads reduce surface damage by distributing clamping force. 
¢ Conforms to work piece for increased versatility. 


e Power i Pat No. D901,999) salen increased thread Sarai aa overall durability of the tool. 

High quality heat-treated alloy steel jaws provide superior durability and strength for various clamping applications. 

We maintain a tighter joint condition to reduce side-to-side movement, twist, and the overall “sloppy” feel present in similar products. 
The smooth polished trigger allows for easy release. 

Larger, more comfortable hardened adjustment knob with an exclusive coating for increased lubricity and smooth operation. 
Adjustment screw accepts a 5/16-in hex key for added versatility while adjusting clamping pressure. 


*Verified by 3rd party testing of the LP10WC (curved jaw locking pliers with wire cutter) VS. leading traditional locking pliers. ES 
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Since 1950, Malco has been manufacturing better ways to get the job done. Eagle Grip 
is no exception. Eagle Grip Locking Handle Tools are made in DeWitt, NE, where fine 
quality hand tool manufacturing dates back nearly 100 years. 


All Eagle Grip tools are backed by Malco’s standard Limited Lifetime Warranty. 
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